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1950-1951 


FALL SEMESTER, 1950 

September 6 , 7, 8 .Orientation and Registration 

September 11 .Classes begin 

September 11 , 12 , 13, 14, 15.General assembly each day 

at 10:30 A.M. for Orientation and Organization 

November 23, 24.Thanksgiving Holidays 

December 18.Christmas Holidays begin 

January 2 .Classes resumed 

January 16-22.Fall semester final examinations 


SPRING SEMESTER, 1951 


January 24, 25, 26.Registration for Spring Semester 

January 29...Classes begin 

March 23-26 (inch).Easter Holidays 

May 23-29.Final examinations 

May 25.Baccalaureate Service 

j une i .Commencement 


SUMMER SESSION, 1951 


June 2, 4, 5.Registration 

June 6 . Classes begin 

July 18...First term ends 

July 19 .Registration for second term 

July 20.Classes begin 

August 31...Second term ends 
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Harry E. Jenkins.President 

Edward M. Potter. Dean 

Louis C. Todd Business Manager 

Wayne Matthews Director of Public Relations 

Frances Flaherty.Registrar 

Robert I. Boyd, Jr.Director of Vocational Education 

Irving L. Friedman Director of Adult Education 

Elizabeth Bryarly.Dean of Women 

Troy Smith.Attorney 




Harry E. Jenkins.President 

Ph. D., University of Texas 

Edward M. Potter Dean 

M. A., University of Texas 

Frances Flaherty Registrar, Business Administration 

B. S., Texas State College for Women 

Robert I. Boyd, Jr. Director, Vocational Education 

M. E., Agricultural and Mechanical College of Texas 

Elizabeth Bryarly Dean of Women, English 

M. A., University of Texas 

Mildred Stringer.Counselor 

B. S., East Texas State Teachers College 

Johnny Armstrong Business Administration 

B. B. A., University of Texas 

L. B. Berry.Agriculture 

B. S., Sam Houston State Teachers College 

Jean Browne Public Speaking, Dramatics 

B. A., Mt. Holyoke 
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Myrle Burford.Spanish 

M. A., University of Texas 

John W. Carson History, Applied Music 

B. A., University of Arkansas 

Joe Chapman.Metal Trades 

Technical Expert 

Louise Clinkscales.Business Administration 

B. B. A., Baylor University 

R. D. Cowan Business Administration 

M. B. A., Harvard University 

Marjorie DeBord Art 

M. A., University of Southern California 

Lucia Douglas. History 

M. A., University of Texas 

Jap M. Due Agriculture 

B. S., Sam Houston State Teachers College 

Jasper Flanakin Assistant Director of Physical Education 

B. B. A., Baylor University 

Edwin Fowler.Psychology, Sociology 

B. A., Baylor University 

Irving L. Friedman.Distributive Education 

Technical Expert 

J. D. Gillon, Jr. Agriculture 

B. S., Agricultural and Mechanical College of Texas 

Averille Greenhaw.Home Economics 

B. S., Oklahoma Agricultural and Mechanical College 

James L. Hallmark Assistant Director of Physical Education 

M. S., Stephen F. Austin State Teachers College 

W. B. Hardy, Jr. ..Agriculture 

B. S., Agricultural and Mechanical College of Texas 

J. C. Henderson.Biology, Chemistry 

M. A., University of California 

Mildred Howell.French, Public Speaking 

M. A., University of Missouri 

Mary Jernigin.Engineering Drawing 

B. S., East Texas State Teachers College 

Georgia Jones.Government, Economics 

M. A., University of Texas 

W. L. Jones, Jr. Agriculture 

D. V. M., Agricultural and Mechanical College of Texas 

B. W. Matthews Agriculture 

B. S., Agricultural and Mechanical College of Texas 


5 



























Wayne Matthews.Government, History 

L. L. B., University o£ Texas 

Charles Morrow.Radio 

Technical Expert 

L. D. Newsom.. Agriculture 

B. S., Sam Houston State Teachers College 

Lewis L. Nixon.Cabinet Making 

Technical Expert 

Leila Park. Mathematics 

A. B., Baylor University 

Sabra Parsons.English 

M. A., North Texas State Teachers College 

Lottie Ray.Librarian 

B. A., in Library Science, Texas State College for Women 

lb Rice. Agriculture 

B. S., Agricultural and Mechanical College of Texas 

Isaac C. Sanders.Physics 

M. A., University of Texas 

Eva Saunders.Public Speaking 

M. A., University of Texas 

Sammie Smyrl. 

B. A., East Texas State Teachers College 

Lofton Stelter.Auto Mechanics 

Technical Expert 

Mary Helen Terry.Business Administration 

B. S., Stephen F. Austin State Teachers College 

Louis C. Todd.Business Administration 

B. A., Rice Institute 

Jesse Deane Trulove.Applied Music 

M. M., American Conservatory of Music 

C. O. Vandever.Welding 

Technical Expert 

Floyd Wagstaff.Director of Physical Education 

B. S., Stephen F. Austin State Teachers College 

Walter A. Walker.Agriculture 

B. S., Sam Houston State Teachers College 

Mary Yeager Wallace.Education 

M. A., University of Texas 

Mabel Williams.Mathematics 

M. A., University of Texas 

L. G. Willingham.Agriculture 

B. S., Sam Houston State Teachers College 

J. F. Witte.Band Director 
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The History of Tyler Junior College 

The Tyler Junior College was established, in 1926 through the 
efforts of many of Tyler’s leading citizens who saw the need for an 
institution of standard collegiate rank in this area. 

The year 1950-51 will be the twenty-fifth year of the college. 
Many of those who participated in its founding still maintain their 
active interest in it. Each year has seen improvements in physical 
plant, faculty, and achievement. Hundreds of young men and 
women have attended the college because of its high standards, its 
convenience, and the economy of remaining at home while doing 
college work. The college has saved them, the City of Tyler, 
the surrounding area, and the State of Texas hundreds of thous¬ 
ands of dollars. 

On November 13, 1945, the voters established an independent 
Tyler Junior College District, voted a tax levy to support the col¬ 
lege, and authorized a bond issue for the expansion and improve¬ 
ment of the institution. Through the bond issue and contributions 
by many leading citizens the erection of an entirely new plant of 
five modern buildings has now been completed. 

At the present time a program to enlarge the territory of the 
Tyler Junior College District beyond the limits of the City of 
Tyler is underway. Already one district, the Pine Springs Com¬ 
mon School District, has voted to become a part of the Tyler 
Junior College District for junior college purposes only and 
petitions for elections in other districts have been presented to 
the Board of Trustees. 

The enlargement of the district will make possible an extend¬ 
ed service by Tyler Junior College and has already made possible 
the reduction of the cost of attending college for those students 
whose residence is in the Tyler Junior College District. 

The Purpose of the College 

The course of study is intended to meet the needs of students 
who expect to take four years of college work, of those who expect 
to enter professional schools, and those who expect to enter their 
life’s work after completing two years in college. The basic pur¬ 
pose of the institution is to prepare for good citizenship. 
Accrediting and Affiliations of the College 

The Tyler Junior College is a member of the Association of 
Colleges and Secondary Schools for the Southern States and the 
Texas Association of Colleges. 

Membership in these accrediting associations makes possible 
the transfer of credit for work done in Tyler Junior College to 
other colleges and universities. 
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Transfer to Other Institutions 

Since senior colleges differ in their curricula, a student should 
secure the catalogue of the institution to which he intends to trans¬ 
fer credit. Although credit is transferable from Tyler Junior Col¬ 
lege to senior colleges and universities, the student should plan 
his courses for his first two years to meet the requirements of the 
senior institution. 

Library 

An excellent reference library consisting of more than 10,000 
volumes is housed in the main college building, where a beautiful 
reading room, furnished with standard equipment, is available for 
student use. Standard magazines and periodicals are also contained 
in the collection. 

ScAaiardAifed and /4w<vtd6 


Honor Graduate Scholarship 

The highest honor graduate of any affiliated high school is 
given a scholarship covering his tuition. This scholarship must be 
used within one year from the date of graduation. 

The Young Men's Bible Class of the First Baptist Church 

The Young Men’s Bible Class of the First Baptist Church 
awards a scholarship to a meritorious Baptist student. 

Vocational Crafts Scholarships 

Several partial scholarships for vocational craft courses are 
available to high school graduates for whom tuition is not paid 
by a governmental agency, such as the State Division of Vocational 
Rehabilitation, etc. For particulars application should be made to 
the Dean. 

A.A.U.W. Loan Fund 

The Tyler Branch of American Association of University 
Women provides a loan of $150.00 per year to a deserving and 
needy young woman who is a graduate of any high school in 
Smith County and who pursues her studies in Tyler Junior Col¬ 
lege. Application will be made to the principal of the high school. 
The Criterion Club 

The Criterion Club awards a scholarship for a worthy student, 
following the recommendation of a faculty committee and the 
approval of the Criterion Club. 

The En Avant Club 

The En Avant Club, a group of civic-minded young ladies, 
annually provides a scholarship to some young woman through its 
loan fund. 

The Swanson Award 

A prize of $100 is awarded by Former Representative F. G. 
Swanson for an essay contest concerning a subject in the field of 
government. 
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The State Board, for Vocational Education, through the Voca¬ 
tional Rehabilitation Division, offers assistance for tuition to 
students who have certain physical disabilities, provided the voca¬ 
tional objective selected by the disabled person has been approved 
by a representative of the Division. Application for Vocational 
Rehabilitation assistance should be made to the nearest Rehabilita¬ 
tion office or to the Director of Vocational Rehabilitation, 302 
Walton Building, Austin, Texas. 


Student 


Student Load 

Except by special permission from the Registrar or the Dean, 
a student will not be permitted to register for fewer than four or 
more than five courses. 

Tuition and Fees 

Tuition rates in Tyler Junior College are low, since the college 
is partially supported by the State of Texas. The tuition and fees 
are as shown below. Tuition payments are due in advance by the 
semester. Any other arrangement must be made by special agree¬ 
ment with the Business Manager. 

Tuition rates and fees per semester are as follows: 

Tuition Activity Fee Student 


Residents of the TJC District: 


Union Fee 

For three or more subjects. 

$35.00 

$6.00 

$1.00 

For two subjects. 

20.00 

6.00 


For one subject. 

13.50 

6.00 


Non-Residents of the TJC District 

: 



For three or more subjects 

45.00 

6.00 

1.00 

For two subjects 

. 25.00 

6.00 


For one subject 

15.00 

6.00 


Vocational, night and terminal 

courses- 

—see special 

announce- 


ments of these courses for rates. 

When tuition and fees are paid in installments, the following 
carrying charges are added: 

Carrying 

Charge 

For three or more subjects.$2.50 

For two subjects...$2.00 

The student activity fee enables the student to attend all reg¬ 
ular college athletic contests, social affairs, and dramatic and 
literary productions without further admission charge. 
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The following laboratory fees are paid by students enrolled 
in the indicated courses: 

Science (Chemistry, Physics, Biology) Laboratory Fee, 


per semester.$6.00 

Geology . $3.00 

Typewriting, per semester.$5.00 

Comptometer, per semester.$5.00 

Business Machines, per semester.$5.00 

Home Economics .$2.50 

Applied Music (Piano or Voice).$3.00 


per H hour individual lesson per week 

A cap and gown fee of $2.50 and a diploma fee of $2.50 are , 

paid by students at the time of graduation. 

Non-Resident Fee 

Students whose residence is outside the State of Texas, and 
who are thereby classified as non-resident students according to 
the definition provided by House Bill 507 (enacted by the Fiftieth 
Legislature of the State of Texas), are charged a non-resident fee 
of $150 per semester for a full student load of twelve hours or 
more in accordance with the provisions of House Bill 507. For 
less than twelve hours, such a student is charged a proportionate 
non-resident fee of ten dollars per hour per semester. 

The semester school non-resident fee is $60.00 per term. 

Refund Policy 

All fees other than tuition are non-refundable. 

During the regular sessions (fall and spring semesters) the 
tuition charge for withdrawals effected during the first two weeks 
of classes is 20 percent of the regular tuition fee. The tuition 
charge for withdrawals effected during the third week of the 
semester is 40 percent of the total, 60 percent during the fourth 
week, 80 percent during the fifth week, and 100 percent after the 
fifth week. 

Tuition and fees are returnable only by special action of the 
Board of Trustees. , 

Attendance 

Regular class attendance is fundamental for the success of the 
student; therefore a student must report promptly and regularly * 

to all classes. Excessive absence will be cause for dropping the 
student from the rolls. 


s4ct6witie& 


The Tyler Junior College provides various types of student 
activities which furnish training in leadership, afford opportunities 
for diversion, and serve as a means of development of the student. 
Among these activities are the following: 
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The Apache 

The Apache is the college yearbook. It is an outstanding 
publication edited and published by a student staff. 

The Apache Band 

The Apache Band is the official college band, open to all 
qualified students. 

The Pow-Wow 

The Pow-Wow, the official college newspaper, is prepared 
and managed by a student staff under the direction of faculty 
sponsors. Students act as reporters, editors, and business managers 
of this publication. The paper is furnished free to students. 

The Apache Belles 

The Apache Belles is a uniformed women’s organization 
which presents skilled group performances and routines at football 
games, and on other occasions. 

Throughout the year special study is given to good taste in 
clothing, make-up, manners and general personal improvement. 
In Athletics 

The college schedules inter-collegiate games in football, bas¬ 
ketball, tennis, track and golf as a member of the Big Six Junior 
College Conference. During the 1949-50 season conference, cham¬ 
pionships were won in basketball and football. An intramural pro¬ 
gram including tennis, handball, basketball, and other sports is 
provided. 

The Atta Kula Kula 

This traditional organization of the women of the college pro¬ 
vides a general program of recreation, entertainment, instruction 
and social activity for all women interested in membership. For 
the past five years Mr. D. K. Caldwell has provided a dinner for 
all members of the organization. 

The College Chorus 

The College Chorus, a choral society of thirty voices, is open 
to students interested in vocal music. 

Debate and Other Speech Activities 

Students who are interested in working with debate belong 
to the Debate Club. The chief work of the club is research and 
actual debating on the current debate topic of the Texas Junior 
College Speech Association. The college also sponsors entries in 
Oratory, Extemporaneous Speech, and Poetry Reading. These 
contestants and members of the Debate Squad usually attend 
speech tournaments at other colleges. 

The record of the Tyler Junior College speech contestants in 
recent years has been outstanding. Many first places in the state 
contests have been won. 

The Engineers' Club 

Is composed of students interested in all fields of engineering. 
Various field trips are taken to indicate the future possibilities of 
the different branches of the engineering profession. 
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The Dollars and Sense Club 

Is the organization of students preparing to enter the business 
vocations, such as secretarial and clerical. It provides helpful 
guidance to the members of the club, as well as pleasant social 
activities. 

The Law Club 

Is an organization of students preparing for the profession of 
law or an allied profession. It takes an active part in all campus 1 

affairs, as well as arranges instructive meetings for its members. 

Stones and Bones Club 

ij 

An organization composed of geology students and other stu¬ 
dents interested in this field. Field trips, lectures, and other activi¬ 
ties are provided to stimulate an interest in the various branches 
of geology and paleontology. 

Las Mascaras Dramatic Club 

Las Mascaras fosters an interest in all phases of dramatic art. 

Meetings are held semi-monthly, including several social meetings 
each year. Any student in Junior College who is interested in dra¬ 
matics is eligible for membership. Las Mascaras sponsors major 
productions each year and also an entry in the one act play contest 
of the Texas Junior College Speech Association. 

Phi Theta Kappa 

Is composed of members selected on the basis of scholarship, 
character, leadership and service. Its membership is restricted to 
ten per cent of the students enrolled in the Tyler Junior College, 
and the faculty and local chapter name as members those students 
meriting special honor. 

Social Activities 

The social activities of the college include at least one general 
social event each college month. The parties, dances, and other 
social affairs are under the direction and management of the Stu¬ 
dent Council and a faculty committee headed by the Dean of 
Women. * 

The Student Council 

The student council is the official organization for student 
government. 

Honor Roll 

To promote high standards of scholarship, the college has 
established an honor roll. Ten honor points are necessary for 
eligibility. The grade of A carries three honor points; the grade of 
B, two; and the grade of C, one. The student must be enrolled 
in at least four courses and no grade may be less than C. 
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Students will avoid delay in registering by sending their en¬ 
trance credits at least two weeks before the date of registration. 

1. For Admission Without Condition 

For full admission to academic or commercial courses, gradua¬ 
tion from a standard high school with at least fifteen units of high 
school credit, including three units in English, is required. The 
elective units must be chosen from the list approved by the State 
Department of Education. 

2. Admission By Examination 

Students who are not graduates of a high school may absolve 
the deficiency by taking examinations. Students, other than vet¬ 
erans of World War II, who are under twenty-one years of age 
must complete entrance examinations prior to or at the time of 
admission. 

3. Admission To Vocational Shop Courses 

Any person will be admitted to the vocational courses who, in 
the judgment of the Director of Vocational Education, can success¬ 
fully complete this work. 


(fazu(uciti<tot 


Associate in Arts Degree 

Students who complete specified requirements for graduation 
4 receive the Associate in Arts Degree. Students must complete 

sixty semester hours of work with an average grade of at least C. 
The sixty semester hours should include twelve hours in English, 
, three in government, and at least fifteen hours of sophomore rank; 

however, the degree will be granted to any student completing any 
required sixty hours on a baccalaureate degree plan provided gov¬ 
ernment is included and the general average is at least C. 

Graduating students are required to attend the commencement 
exercises unless excused for good reason. 

Associate in Science Degree in Business 

Students who complete a two year combination academic 
and business curriculum with a C average will be awarded the 
Degree of Associate in Science. Three semester hours of govern¬ 
ment must be included. 
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Proficiency Certificates 

Students who satisfactorily complete courses of a vocational 
nature will he awarded certificates of proficiency. 

Explanation of Hours, Courses, Numbering and Credit 

One semester hour represents one class hour per week for 
four and a half months; in other words, one course meeting three 
hours a week for nine months would secure credit of six semester 
hours. 

Courses are numbered as follows: The first digit of the 
number indicates the college year in which the course is taken; the 
second digit in the number indicates the semester of the college 
year in which the course is taken; the final digit indicates the credit 
value of the course in semester hours; thus, English 123 indicates 
that the course is the first year, second semester English with a 
credit value of three semester hours. 

Prerequisite Courses 

The description of each course is followed by a specification 
of prerequisite courses, if any. No student may enter a course 
unless he has had the prerequisites without permission of the 
Dean. 

Withdrawal of Courses 

A course may be withdrawn unless it is elected by a sufficient 
number of students. In general, a course will not be given for 
fewer than eight students. 

Dropping Courses 

No student may withdraw from any course he has entered 
except by permission of the Dean or Registrar. A student dropping 
a course without permission will be given a grade of F on the 
course. 

Reports of Grades 

At the close of the first five weeks of each semester, a definite 
report on students who are failing is made to the Registrar, who 
notifies the parents of the failing student. 

Reports of students’ grades and standing are also issued every 
nine weeks. Complete reports are given at the end of each semester. 

Grades 

A—excellent; B—good; C—fair; D—passing; E—conditional; 
F—failure. A student making E will be permitted to remove the 
condition by a second examination within a semester. 
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The student should check his course by the catalogue of the 
college to which he intends to transfer or request the Registrar 
to assist him in doing so. 

Bachelor of Arts or Bachelor of Science Degree 

SUBJECT CREDIT 


English . 

Mathematics . 

History . 

Natural Science . 

Foreign Language 

Medicine 

6 semester hours 
6 semester hours 
6 semester hours 
8 semester hours 
6 semester hours 

English . 

Chemistry . 

Mathematics . 

French . 

Biology . 

Law 

6 semester hours 
8 semester hours 
6 semester hours 
6 semester hours 
8 semester hours 

English History . 

English . 

Natural Science . 

Mathematics ... 

Public Speaking . 

Typewriting, (non-credit if also taking 
Business Administration), . 

6 semester hours 
6 semester hours 
8 semester hours 
6 semester hours 
6 semester hours 

0 semester hours 


Pharmacy 


English . 

Biology . 

Physics. 

Chemistry . 

Elective . 

Optometry 

. 6 semester hours 
. 8 semester hours 
. 8 semester hours 
. 8 semester hours 
6 semester hours 

English . 

Physics. 

Chemistry . 

Biology . 

Mathematics . 


. 6 semester hours 
. 8 semester hours 
. 8 semester hours 
8 semester hours 
6 semester hours 
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Suggested Courses of Study for Freshmen—Continued 


SUBJECT CREDIT 

Pre-Nursing 

English . 6 semester hours 

History . 6 semester hours 

Biology or Chemistry . 8 semester hours 

Mathematics . 6 semester hours 

Foreign Language (U. of Texas) . 6 semester hours 

Elective . 6 semester hours 

Dentistry 

English . 6 semester hours 

Chemistry . 8 semester hours 

Biology . 8 semester hours 

Physics. 8 semester hours 

Engineering 

English . 6 semester hours 

Chemistry . 8 semester hours 

Mechanical Drawing . 3 semester hours 

Descriptive Geometry . 3 semester hours 

Engineering Problems 

(A.&M. students only) . 4 semester hours 

Algebra . 3 semester hours 

Trigonometry . 3 semester hours 

Analytics . 4 semester hours 

Public Speaking (A.&M. students only) 2 semester hours 
Physics 124-A (University of Texas 

students only) . 4 semester hours 

Bachelor of Business Administration 

Mathematics . 6 semester hours 

English . 6 semester hours 

Natural Science . 8 semester hours 

Public Speaking . 3 semester hours 

Electives . 9 semester hours 

Typewriting (non-credit) . 0 semester hours 

Laboratory Technology (Laboratory Aid) 

Freshman Year Sophomore Year 

English 113-123 Government 223-A 

Chemistry 114-124 Psychology 213 

Biology 114-124 Organic Chemistry 114-124 

Typewriting 113-123 Quantitative Analysis 114-124 

Applied Laboratory Physiology 213 

Technology 114-124 Applied Laboratory Technology 214-224 
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These courses are definitely planned to train the student for 
work in an office. A student may complete them as quickly as 
his ability and industry enable him to reach the required pro¬ 
ficiency. 9 

Students who complete courses with the required proficiency 
receive appropriate "Certificates of Proficiency.” 

Su<ffiC4tecL / t£u&ute&& 

Seven to Nine Months 


COMPLETE GENERAL BUSINESS 

Shorthand (Simplified Functional 
Method) 

Theory &C Dictation 
Dictation 6c Transcription 
(60 speed) 

(65-80 speed) 

Minimum (85-100 speed) 

speed 80 (100-140 speed) 

Typewriting 

Development of Keyboard 
Speed Emphasis (60 Minimum) 
Tabulation 

Problems in Arrangement of 
Letters 

Letter Writing 

Manuscripts and Legal Documents 
Office Typewriting Problems 

Secretarial Training 

Steps to Secretarial Success 
Personality and Office Relation¬ 
ships 

The office mail 
Filing Systems 

Communication 6C Transportation 
Duties of the Receptionist 
Financial QC Legal Duties 
Success on the Job 

JUNIOR ACCOUNTING 

College Accounting 

Introduction to Accounting 
(Proprietorship) 

Intermediate Accounting 

(Partnership 6C Corporation) 


Remedial Handwriting 
Business English 

Emphasis on Sentence Structure, 
Punctuation, Spelling and 
Grammar 

Composition of Business Letters 

Secretarial Accounting 

Professional Accounting 
Partnership Accounting 
Corporation Accounting 

Business Machines 

Monroe Calculator or Comptome¬ 
ter 

Ten Key Adding-Listing 
Full Key Adding-Listing 
Dictaphone Machines 
Mimeograph Machines 

Bookkeeping Machines 

Commercial Posting Machine 
Bank Posting Machine 


Business Law 

Funadmentals of Business Law 
Contracts, Negotiable Instruments 
Property, Real Estate 
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Junior Accounting — Continued 

Automobile Accounting 
Mathematics of Accounting 

Drafts, Notes, Discounts 
Social Security and. Withholding 
Taxes 

Payrolls, Insurance, Stocks, Bonds 

Federal Tax Accounting 

Preparation of Returns 

Individual, Partnership, Corpo¬ 
ration, Special 

Study of Pertinent Laws 6C Regu¬ 
lations 

SECRETARIAL SCIENCE 

Shorthand (Simplified Functional 
Method) 

Theory 8c Dictation 
Dictation 6C Transcription 
(60 speed) 

(65-80 speed) 
(85-100 speed) 
(100-140 speed) 

Typewriting 

Keyboard Development 

Speed Emphasis (60 Minimum) 

Tabulation 

Problems in Arrangement of 
Letters 

Letter Writing 

Manuscripts dC Legal Documents 
Office Typewriting Problems 

COMPTOMETER COURSE 

Addition—Key Location 
Multiplication 
Percentage 
Constants 
Pay Roll 
Chain Discounts 
Proration 
Cost, Selling Price 
Time required: 1 to 3 mos. 


Remedial Handwriting 
Office Machines 

Typewriting 

Fundamentals of Operation 
Preparation of Business 
Correspondence 
Financial Statements 
Monroe Calculator 
Adding-Listing Machines 
Commercial Posting Machine 
Accounts Receivable 
Accounts Payable 

Time required: seven to nine months 


Remedial Handwriting 
Business English 

Emphasis on Sentence Structure, 
Punctuation, Spelling and 
Grammar 

Composition of Business Letters 

Mathematics of Accounting 
Business Machines 
Stenographic or Clerical Training 

Steps to Clerical Success 
Personality and Success 
The Office Mail 
Dictaphone Transcription 
Communication 6>C Transportation 
Financial and Legal Duties 
Filing Systems 

Time required: seven to nine months 

MONROE CALCULATOR COURSE 

Four Fundamentals 

Distribution and Proration 

Percentage 

Reciprocals 

Interest 

Credit Balances 
Discounts 
Net Value 

Time required: 1 to 2 mos. 


ASSOCIATE IN SCIENCE DEGREE IN BUSINESS 

For business students interested in something more than the 
traditional, intensive seven-to-nine months business course, the 
semi-professional Degree of Associate-in-Science in Business is 
awarded, either in the secretarial or accounting fields, upon the 
completion of sixty hours of work. Students will find the extra 
time and study well worth the effort upon receipt of this degree. 
Suggested courses of study are as follows: 
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SUGGESTED ASSOCIATE IN SCIENCE DEGREE PLANS 


Secretarial Plan (Freshman Year) 

English 113-123 .6 semester hours 

Typing 113-123 .6 semester hours 

Shorthand 113-123 . 6 semester hours 

Business Correspondence .3 semester hours 

Mathematics of Accounting . 3 semester hours 

Elective* ...3 semester hours 

Business Law 113...3 semester hours 


*Recommendations: 

Legal secretaries take U. S. History; oil company secretaries 
take Geology; school secretaries take Education 113-123. 

(Sophomore Year) 

English 223-A. 3 semester hours 

Government 223 .3 semester hours 

Shorthand 213-223 .6 semester hours 

Economics 213 . 3 semester hours 

Secretarial Training 113-123 .6 semestee hours 

Typewriting 213-223 .6 semester hours 

Office Machines 113 .3 semester hours 


30 semester hours 

Senior Accounting Plan (Pre-C.P.A. Examination Plan) 

(Freshman Year) 

Typewriting 113-123 .6 semester hours 

Algebra 113C . 3 semester hours 

Automobile Accounting 123A .3 semester hours 

Office Machines 113 .3 semester hours 

Business Correspondence 113.3 semester hours 

Federal Tax Accounting 123B .3 semester hours 

Business Law 113.3 semester hours 

Accounting 113-123 .6 semester hours 

Mathematics of Finance 123.3 semester hours 


33 semester hours 

(Sophomore Year) 

Accounting 213-223 .6 semester hours 

Auditing 213B-223B .6 semester hours 

Cost Accounting 213A.3 semester hours 

Municipal and Government Accounting 223A 3 semester hours 

Economics 213 .3 semester hours 

Advanced Business Law 213.3 semester hours 

C.P.A. Problems and Review 223C .3 semester hours 

Government 223 ....3 semester hours 


30 semester hours 
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Complete General Business Plan 

(Freshman Year) 


Shorthand 113-123 ... 6 semester hours 

Typing 113-123 .6 semester hours 

Secretarial Training 113-123 .6 semester hours 

Business Correspondence 113 ...3 semester hours 

Math of Accounting 113 .3 semester hours 

Accounting 113-123 ....6 semester hours 

Business Machines 113 .3 semester hours 

Bookkeeping Machines 111 .1 semester hour 


34 semester hours 

(Sophomore Year) 


Government 223 . 3 semester hours 

Shorthand 213-223 . 6 semester hours 

Typing 213-223 .6 semester hours 

Economics 213 .3 semester hours 

Speech 113 .3 semester hours 

Business Law 113.3 semester hours 

Dictaphone 111 . 1 semester hour 

Calculator 113 or Comptometer 113 .3 semester hours 


28 semester hours 


s4dccit ScUccattOH, - SvetttKy, ICeye 


Many adults, who have been out of school for some years, 
enroll for one or more courses in the college. Some enroll in 
regular academic courses, such as Spanish, while others enroll for 
vocational work such as typewriting, shorthand, woodwork and 
welding. 

In order to accommodate these students classes are arranged 
at any time convenient for them. A regular schedule of evening 
classes has been arranged meeting from 7:30 p. m. until 9:30 p. m. 

Any adult interested is invited to call the Registrar, Phone 
4-4281, or the Director of Evening College, Phone 2-1322 for 
further information. 
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Agriculture 

Courses with the asterisk are offered, in 1950-51. 

*113. General Animal Husbandry 

An introductory survey course intended to acquaint the stu¬ 
dent with the importance of livestock and livestock farming. Gen¬ 
eral factors influencing efficiency in feeding, market value, breed¬ 
ing, health and adaptability of various species to geographical and 
climatic regions are studied. The course is designed to develop 
in the student an appreciation of improved livestock. Selecting 
and judging the various breeds and market classes stressed in 
laboratory. Two hours lecture, four hours laboratory per week. 

Credit: Three semester hours. 

*113-A. Agricultural Economics 

A background course for students of agriculture, stressing the 
casual relationship between natural environmental, economic, cul¬ 
tural, and other factors and the production and commerce in agri¬ 
cultural and other commodities. Four hours lecture per week. 

Credit: Three semester hours. 

*123. Agronomy 

Classification and distribution of farm crops; importance of 
good varieties and good seed; crop improvement; preparation of 
the seed bed, commercial fertilizers, manures and lime; seeding 
practices; crop tillage; harvesting; meadow and pasture manage¬ 
ment; weeds; crop rotation; diseases and insect enemies. Three 
hours lecture, two hours laboratory per week. 

Credit: Three semester hours. 

113-B. Dairy Husbandry 

Dairying in its relation to agriculture and community develop¬ 
ment; branches of dairy industry and conditions affecting their 
development; the place of dairying on the farm; composition and 
food value of milk and its products; the production and handling 
of clean milk on the farm. Two hours lecture, four hours labora¬ 
tory per week. 

Credit: Three semester hours. 

113-C. Poultry Production 

The breeds and types of poultry, culling, poultry for egg pro¬ 
duction, incubation, brooding and feeding for growth and egg pro¬ 
duction, winter and summer management, housing and hygiene, 
preparing poultry for market, methods of marketing; practical 
application of these subjects to general farm conditions. The prac¬ 
tice consists of the identification of breeds and varieties, judging 
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poultry for egg production, plans for poultry farms and poultry 
houses, identification of feeds. Two hours lecture, two hours lab¬ 
oratory per week. 

Credit: Three semester hours. 

123-A. General Entomology 

The systematic position of the various insects; the relation of 
the anatomy of the insect to control measures; the life histories of 
the more common insects; methods of control for injurious forms. 
Two hours lecture, two hours laboratory per week. 

Credit: Three semester hours. 


123-B. Plant Propagation 

Fundamental principles of propagating plants, including vege¬ 
tables, ornamentals and fruits. Methods of handling seed, includ¬ 
ing special treatment to influence germination; the starting of 
plants by the use of cuttings, layers, buds, grafts and bulbs; the 
ways of propagating specific plants with emphasis on methods and 
rootstocks; factors influencing growth of plants after transplanting. 
Two hours lecture, two hours laboratory per week. 

Credit: Three semester hours. 

123-C. Agricultural Engineering (Farm Machinery) 

Construction, operation, adjustment and servicing of farm en¬ 
gines and tractors. Adaptability, selection, economic utilization, 
construction, operation and adjustment of the principal tillage, 
planting, cultivating, harvesting and feed processing machines. 
Two hours lecture, two hours laboratory per week. 

Credit: Three semester hours. 


Art 113. 


Art 


Fundamental experience with various materials; emphasis upon 
the development of an awareness of the factors of visual expres¬ 
sion, color and form. Emphasis upon design. Two hours of lec¬ 
ture and four hours of laboratory per week. 

Credit: Three semester hours. 


Art 123 


A continuation of Art 113. Emphasis upon drawing. Two 
hours of lecture and four hours of laboratory per week. 

Credit: Three semester hours. 


Art 113-A. Ceramics 

Lectures and laboratory work dealing with the principles of 
art as applied to ceramics. Six lecture-laboratory hours per week. 

Credit: Three semester hours. 
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Bible 

(By affiliation with the Smith County Baptist Chair of Bible) 

113. Old Testament Survey 

A study of all the books of the Old Testament giving atten¬ 
tion to the historical setting, the message, and the place of each 
book in its relation to the Bible as a whole. 

Credit: Three semester hours. 

123. New Testament Survey 

A study of all the books of the New Testament as to author, 
message, and relation to the entire Bible. 

Credit: Three semester hours. 

213. Life and Teachings of Christ 

A study of the events in the life of Jesus and His teachings as 
applied to present day life. 

Credit: Three semester hours. 

223. Life and Teachings of Paul 

A study of the life and teachings of and their part in 

the early spread of Christianity. 

Credit: Three semester hours. 


Biology 

114. General Biology 

A study of the nature of protoplasm and the structure and 
function of cells is followed by a systematic survey of representa¬ 
tive types, with emphasis on such forms as are of human interest 
or application. Synthetic processes in plants and the cycle of the 
elements in nature are next considered. Finally, a study of adapta¬ 
tions in selected types is made the basis for a consideration of the 
origin of species. 

Three lectures and three hours of laboratory work vveekly. 
Credit: Four semester hours. 

124. General Biology 

A continuation of Biology 114. Organ systems, mitosis, gam- 
etogenesis, and a brief introduction to embryology are followed by 
the basic principles of genetics. 

Three lectures and three hours of laboratory work weekly. 
Credit: Four semester hours. 

114-124. Applied Laboratory Technology 

Theory and practice in the science on a professional basis. 
Credit: Four semester hours each semester. 
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Business Administration 


113. Introduction to Accounting 

A beginner’s course in accounting. A study of business 
vouchers, the meaning and purpose of accounting, the prepara¬ 
tion of financial statements, controlling accounts, valuation ac¬ 
counts, ledgers, and the books of original entry. A practice set 
on the single proprietorship. 

Credit: Three semester hours. 

123. Intermediate Accounting 

A study of the nature and characteristics of partnership and 
corporate forms of business enterprise. The study of the forma¬ 
tion, operation, dissolution, and liquidation of each type of organ¬ 
ization. Two practice sets are required. 

Credit: Three semester hours. 

123A. Automobile Accounting 

General Motors Accounting System, simplified system of 
Cost Accounting involving costing of materials, labor, and over¬ 
head. Course follows Standard outline based on Standard Ac¬ 
counting System prescribed by General Motors Acceptance Corpo¬ 
ration. 

Credit: Three semester hours. 

123B. Federal Tax Accounting 

Preparation of all forms of tax returns, together with study 
of pertinent laws and regulations pertaining thereto. 

Credit: Three semester hours. 

214. Elementary Accounting 

The principles of accounting for a single proprietorship or¬ 
ganization. A study of the accounting equation, business trans¬ 
actions, business papers, ledgers, books of original entry, classifi¬ 
cation and interpretation of accounts and statements, valuation 
accounts, accrued and deferred items, and the accounting cycle. 

Three lectures and four laboratory hours per week. 

Prerequisite: Sophomore standing. 

Credit: Four semester hours. 

224. Elementary Accounting 

Accounting for partnership and corporate business enterprises. 
A study of the characteristics of each organization, formation, dis¬ 
solution, and liquidation. 

Three lectures and four laboratory hours per week. 

Prerequisite: Accounting 214 . 

Credit: Four semester hours. 
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213. Accounting 

Study of financial accounting principles, including treatment 
of working papers in the advanced stages. Advanced partnership 
accounting problems dealing with organization, entrance of new 
partners, dissolution, and equities. Further study of Corporate 
Accounting for organization, capital stock, ratios, investments, 
analysis of statements; including specialized statements such as 
Application of Funds. 

Prerequisite: Accounting 123. 

Credit: Three semester hours. 

223. Accounting 

Study of special topics involving problems of consolidation, 
preparation of consolidated statements, problems in equity with 
reference to control, Branch accounting, Fiduciary, and other spe¬ 
cial types of statements and their analysis. 

Prerequisite: Accounting 213. 

Credit: Three semester hours. 

213A. Cost Accounting 

Accounting for various elements of cost, including organiza¬ 
tion and procedures involved in recording and assembling data 
involving labor, material and burden. Study of the various sys¬ 
tems; Job order, Process, and Standard Cost. Treatment of pre¬ 
determined costs for materials, direct labor, and burden. 

Prerequisite: Accounting 123. 

Credit: Three semester hours. 

223A. Municipal and Governmental Accounting 

The study of accounting principles as they apply to the various 
governmental functions. Special emphasis on accounting for 
funds and public budgetary problems together with study and 
analysis of governmental problems as they appear in CPA exami¬ 
nations. 

Prerequisite: Accounting 213. 

Credit: Three semester hours. 

213B. Auditing 

Treatment of the principles and procedures employed by Pub¬ 
lic Accountants in the examination of financial statements, with 
special emphasis on preliminary work and preparation of audit 
working papers. 

Prerequisite: Accounting 123. 

Credit: Three semester hours. 
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223B. Auditing 

Further study of auditing problems with special emphasis on 
check procedures for verification of supporting data. The case 
method of study of the application of auditing principles and 
procedure. Preparation of the Audit Report. 

Prerequisite: Accounting 213. 

Credit: Three semester hours. 

223C. CPA Problems and Review 

Intensive study and analysis of various types of problems 
appearing in prior examinations. Includes treatment of problems 
in Accounting Theory, Auditing, and Business Law. 

Prerequisite: Accounting 213. 

Credit: Three semester hours. 

113. Business Law 

Treatment of fundamentals, contracts, agency, negotiable 
instruments, property, and real estate are among subjects covered. 

Credit: Three semester hours. 

213. Advanced Business Law 

General principles involving law of bailments, sales, condi¬ 
tional sales, agency, negotiable instruments as they appear in actual 
cases illustrating practical business problems. 

Prerequisite: Business Law 123. 

Credit: Three semester hours. 

113. Business Correspondence 

A study of grammar, punctuation, sentence structure, and 
paragraphing, and composition of business letters. 

Credit: Three semester hours. 

113. Mathematics of Accounting 

This course covers the simpler exercises and problems of 
every day business calculations—including such topics as: the use 
of aliquot parts, practice on short methods of calculation, fractions, 
percentage, interest and discount, bonds, depreciation, social securi¬ 
ty taxes, property taxes, insurance, and stocks. 

Credit: Three semester hours. 

113-123. Comptometer 

This course is designed to develop speed and accuracy in 
handling figures. Daily speed and accuracy drills are given on 
the four fundamentals. 

Six to ten hours each week, depending upon progress made. 

Credit: Three semester hours each semester. 
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113-123. Office Machines 

A course planned to develop in the student a working knowl¬ 
edge of a variety of calculating machines, the dictaphone, the 
mimeograph, the gelatin duplicator, the billing machine, the comp¬ 
tometer and the bookkeeping machine. 

Five hours each week. A student may arrange to specialize on 
a particular machine. 

Credit: Three semester hours each semester. 

113-123. Secretarial Training 

A course designed for students who are interested in the secre¬ 
tarial field. It covers speed dictation, transcription, office ethics, 
duplicating, office machines, filing, and postal information; prac¬ 
tice is given in interviewing callers, attending business conferences, 
and in telephone technique. 

Five hours per week. 

Credit: Three semester hours each semester. 

113. Shorthand 

Detailed study of principles of Gregg Shorthand by Simpli¬ 
fied Functional Method. Special attention given to word signs, 
special forms, phrase writing, and rapid reading of shorthand. 
Five lectures and five laboratory hours per week. 

Credit: Three semester hours. 

No credit in shorthand is granted until proper efficiency in 
typewriting is demonstrated. Students must attain a shorthand 
speed of at least sixty words per minute with not more than 5 
errors in order to receive credit in Shorthand 123. 

123. Shorthand 

Continued study and review of the principles of shorthand. 
Dictation and transcription of new matter with emphasis upon 
readiness and accuracy in transcription. 

Five lectures and five laboratory hours per week. 

Credit: Three semester hours. 

213. Shorthand 

Continued study and review of the principles of shorthand. 
Emphasis on speed building and transcription. Five lectures and 
five laboratory hours per week. 

Credit: Three semester hours. 

223. Shorthand 

Emphasis on taking dictation at very high rates of speed. 
Dictation is given in the legal, medical, and other technical fields. 

Five lectures and five laboratory hours per week. 

Credit: Three semester hours. 
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110. Typewriting 

A beginner’s course in typewriting. Exercises for the mastery 
of the keyboard by the touch system, instruction in the care of the 
machine, study of form and arrangement of simple business letters 
and simple centering. Three hours per week. Required of B. B. A. 
students. Non-credit. 

120. Typewriting 

Typewriting problems in addressing envelopes, writing bus¬ 
iness letters, tabulation, manuscript writing, and legal document 
writing. Three hours per week. Required of B. B. A. students. 4 

Non-credit. 

113. T y pewr iting 

A beginner’s course in typewriting. Exercises for the mastery 
of the keyboard by the touch system, instruction in the care of 
the machine, study of form and arrangement of simple business 
letters, and simple centering. Five hours per week. 

Credit: Three semester hours. 

123. Typewriting 

Typewriting problems in addressing envelopes, writing bus¬ 
iness letters, tabulation, manuscript writing, and legal document 
writing. Five hours per week. 

Credit: Three semester hours. 

110. Remedial Handwriting 

A course designed to develop the ability to write in an easy, 
readable manner. Especially designed and planned to meet the 
approval of business men. Required of Business Students. Non¬ 
credit. 


Chemistry 

114. General Chemistry 

An introductory course dealing with the fundamental phe¬ 
nomena and principles of the subject. Chemistry 114 and 124 ^ 

constitute a unit and credit is not given for either alone. 

Three lectures and four hours of laboratory work weekly. 

(An additional hour of outside work weekly is required of pre¬ 
medical students). 

Credit: Four semester hours. 

124. General Chemistry 

A continuation of Chemistry 114, which is prerequisite. Dur¬ 
ing the last twelve weeks the laboratory work deals with the general 
principles and methods of qualitative analysis. 
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Three lectures and four hours of laboratory work weekly. 
(An additional hour of outside work weekly is required of pre¬ 
medical students.) 

Credit: Four semester hours. 

214-224. Principles of Organic Chemistry 

Three hours lecture and four hours laboratory each week for 
two semesters. 

Prerequisite: Chemistry 124. 

Credit: Four semester hours each semester. 

214A-224A. Quantitative Chemical Analysis 

Quantitative chemical analysis and its theory. Two hours of 
lecture and six hours of laboratory per week for two semesters. 
Prerequisite: Chemistry 124. 

Credit: Four semester hours each semester. 

Economics 

213. Principles of Economics 

An examination of fundamental economic concepts and prin¬ 
ciples. 

Prerequisite: Sophomore standing. 

Credit: Three semester hours. 

223. Economic Problems 

A study of contemporary economic issues and problems. 
Prerequisite: Economics 213. 

Credit: Three semester hours. 

Education 

113. Introduction to Educational Psychology 

An introductory study of mental life and the psychological 
principles underlying motivation, behavior, individual differences, 
and the learning processes. 

Credit: Three semester hours. 

123-E. Public Education in the United States 

A brief survey of the general field of education brought out 
through a study of the evolution of the present day public school 
and its practices. 

Credit: Three semester hours. 

213. Fundamentals of Secondary Education 

A study of the relationship of the adolescent psychology to 
the materials and techniques of the secondary school. 

Prerequisite: Ed. 113, Ed. 123. 

Credit: Three semester hours. 


29 










Engineering 

112 and 122. Engineering Problems 

Operation of the slide rule and its use in the solution of prob¬ 
lems involving the principles of mechanics and cranes and trusses. 

One hour of theory and two hours of practice per week. 
Credit: Two semester hours each semester. 

113. Engineering Drawing 

Care and use of drawing instruments, exercises in the use of 
the drawing instruments, free-hand lettering, geometric construc¬ 
tion of plane curves, orthographic and axonometic projections, 
conventions, section linings, threads, bolts, rivets, helixes, dimen¬ 
sioning drawings, principles of working drawings, technical sketch¬ 
ing, shading, patent office drawings, graphs, structural drawing, 
topographical drawing, and reproduction of drawings. 

Eight hours per week of supervised drafting plus two hours of 
lecture. 

Credit: Three semester hours. 

123. Descriptive Geometry 

Orthographic projections of points, lines, planes, solids, and 
warped surfaces in the four angles of projection; shades, shadows, 
and angular perspective. 

Three hours theory plus six hours laboratory practice. 
Prerequisite: Engineering Drawing. 

Credit: Three semester hours. 

224. Applied Mechanics: Statics 

For sophomore students of engineering and architecture, and 
others who are required to have a comprehensive course in the an¬ 
alysis of forces on structures and machines, the resultants and 
equilibrium of force systems, friction, moments of inertia of areas, 
center of gravity, and similar engineering problems. 

Three lectures a week for one semester. 

Prerequisite: Physics 124 or 124A and credit or registration 
in Calculus 224. 

Credit: Three semester hours. 


English 

113. Composition and Rhetoric 

The development of the student’s ability to think for himself 
and to express his thoughts in habitually correct, clear language. 
A study of literature in order to encourage reading as a use for 
leisure. 

Credit: Three semester hours. 
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123. Composition and Rhetoric 

Further training in thinking and the ordering of thoughts by 
the study of the types of composition. 

Prerequisite: English 113. 

Credit: Three semester hours. 

213. English Literature 

A survey course using selections from an anthology to empha¬ 
size trends in English literature. Advanced composition. 
Prerequisite: English 123. 

Credit: Three semester hours. 

223. English Literature 

Completion of the survey of English literature. Advanced 
composition. 

Prerequisite: English 213. 

Credit: Three semester hours. 

113-A - 123-A. Journalism, News Gathering and Reporting 

Instruction and practice in interviewing and writing; discus¬ 
sion of news sources, news values, and various types of news stories. 
Laboratory work on college paper. Three lectures and four labora¬ 
tory hours. Admission by permission of Dean or Registrar. 
Credit: Three semester hours each semester. 

223-A. Technical Writing and Discussion 

For engineers, agriculture, and science majors. A course in 
the preparation of technical reports and letters. Practice in written 
and oral discussion, outlining, writing and speaking. 

Prerequisite: English 113, 123. 

Credit: Three semester hours. 


Foreign Language 

114. Beginner’s French 

Drill in the pronunciation and the grammar of the French 
language with written exercises, dictation and conversation in 
French. 

Three lectures and two practice hours per week for one 

semester. 

Credit: Four semester hours. 

124. French 

Composition and reading. 

Three lectures and two practice hours per week for one 

semester. 

Prerequisite: French 114 or two admission units in French 
from high school. 

Credit: Four semester hours. 
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French 113 

A review of the structure and use of the language. Practice 
in composition and conversation. Extensive class reading with em¬ 
phasis on the novel and the drama. Outside readings for develop¬ 
ment of speed and skill in comprehension. 

Prerequisite: French A-2 or two years of high school French. 
Credit: Three semester hours. 

French 123 

Continuation of French 113. 

Credit: Three semester hours. 

French 213 

General survey of French literature. A brief study of political 
history serves as background. Classics of each period read in class 
Outside readings assigned. 

Prerequisite: French 123. 

Credit: Three semester hours. 

French 223 

Continuation of French 213. 

Credit: Three semester hours. 

114. Beginner’s Spanish 

Drill in the pronunciation and the grammar of the Spanish 
language with written exercises, dictation and conversation in 
Spanish. 

Three lectures and two practice hours per week for one 

semester. 

Credit: Four semester hours. 

124. Spanish 

Composition and reading. 

Three lectures and two practice hours per week for one 

semester. 

Prerequisite: Spanish 114 or two admission units in Spanish 
from high school. 

Credit: Four semester hours. 

Spanish 113 

A review of the structure and use of the language. Conversa¬ 
tion and readings in Spanish history and literature, with reference 
to Pan-American countries. 

Prerequisite: Two years of high school Spanish or Spanish 

A-2. 

Spanish 123 

Continuation of Spanish 113. 

Credit: Three semester hours. 
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Spanish 213 

A survey of the literature of Spain. As a basis for the com¬ 
prehension of the literature, a survey of Spanish history, both 
political and literary, from earliest origin to present decade. Lec¬ 
tures in Spanish. Outside reading will be assigned. 

Prerequisite: Spanish 123. 

Credit: Three semester hours. 

Spanish 223 

Continuation of Spanish 213. 

Credit: Three semester hours. 

Geology 

114. General Geology 

Physical geology; processes modifying the earth’s surface; 
materials of the earth’s crust. Laboratory work in cartography, 
mineralogy, and petrology. 

Three lecture hours and three hours of laboratory or field 
work a week. 

Credit: Four semester hours. 

124. General Geology 

Historical geology; the history of the earth through geologic 
time as revealed by rocks and fossils; the origin and development 
of plant and animal life. Laboratory work in paleontology. 

Three lecture hours and three hours of laboratory or field 
work a week. 

Prerequisite: Geology 114. 

Credit: Four semester hours. 

Government 

213-A. Government 

American Government. A functional study of the American 
constitutional and governmental system, of the origins, develop¬ 
ment and present day problems of the national government, of the 
rights, privileges and obligations of citizenship. 

Prerequisite: Sophomore standing. 

Credit: Three semester hours. 

223-A. Government 

The nature, organization, and general principles of local gov¬ 
ernment in the United States, with special attention to these forms 
in Texas; the judicial, executive, and administrative functions in 
federal and state government; financing governmental activities. 
Required of all candidates for degrees. 

Prerequisite: Sophomore standing. 

Credit: Three semester hours. 
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Home Economics 


113-A. Food Composition and Principles of Cooking 

Fundamental principles in the selection and preparation of 
foods. Emphasis is given to problems in consumer buying. 

This course should parallel Chemistry 114. 

Lecture, two hours a week; laboratory, four hours a week. 

Credit: Three semester hours. 

123-A. Meal Preparation and Service 

Planning, preparation, and service of meals. Special problems 
in food preparation. Emphasis given to the planning and prepa¬ 
ration of daily meals to meet the lower income levels. 

This course should parallel Chemistry 124. 

Lecture and recitation, two hours a week; laboratory, four 
hours a week. 

Prerequisite: Home Economics 113-A. 

Credit: Three semester hours. 

113-B. Elementary Clothing 

The study of textile fabrics from the standpoint of the con¬ 
sumer, the use and alteration of commercial patterns, the construc¬ 
tion of children’s, infant’s, and misses’ garments. 

Credit: Three semester hours. 

123-B. Elementary Dressmaking 

The study of clothing from the standpoint of selecting and 
making dresses for different occasions. 

Prerequisite: Home Economics 113-B. 

Credit: Three semester hours. 

113. Personal Improvement 

A course designed to place emphasis on the needs and activi¬ 
ties of the individual student to assist in making proper social ad¬ 
justments. The fundamental aim is to develop self-assurance 
through knowledge that one’s appearance, clothes, styling, make¬ 
up, and posture are correct. Students are given personalized in¬ 
struction with respect to their own grooming problems. By means 
of lectures, demonstration, practice, and opportunities to perform 
in public, an effort is made to develop in the student greater poise 
and alertness. Instruction includes technique for balance and con¬ 
trol of movement. 

(Students are granted permission for enrollment on the basis 
of aptitude and interest). 

Credit: Three semester hours. 
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History 


113. History of England 

Survey of the social, economic, political, and intellectual de¬ 
velopment of Britain from the prehistoric period through the fif¬ 
teenth century. 

Credit: Three semester hours. 

123. History of England 

Continuation of History 113. Survey of the social, economic, 
political, and intellectual development of Britain and the British 
Empire to the present. 

Credit: Three semester hours. 

113-A. Western Civilization in Mediaeval Times 

A survey course in the cultural and institutional development 
of the nations of western Europe through the sixteenth century. 
Credit: Three semester hours. 

123-A. Western Civilization in Modern Times 

Continuation of History 113-A. A survey course in the cul¬ 
tural and institutional development of the nations of western Eu¬ 
rope from the sixteenth century to the present time. 

Credit: Three semester hours. 

213. History of the United States 

A general survey of the history of the United States from the 
era of discovery to the Civil War. 

Prerequisite: Six semester hours in history or sophomore 
standing. 

Credit: Three semester hours. 

223. History of the United States 

A general survey of the history of the United States from the 
Civil War to the present time. 

Prerequisite: Six semester hours in history or sophomore 
standing. 

Credit: Three semester hours. 


Mathematics 

113-A. College Algebra 

Brief review of elementary algebra, exponents and radicals, 
quadratic equations, systems of quadratic equations, binomial the¬ 
orem and mathematical induction, progressions, complex numbers, 
theory of equations, determinants. 

Prerequisite: lYz years H. S. algebra. 

Credit: Three semester hours. 
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113-C. College Algebra 

Brief review of elementary algebra, exponents and radicals, 
quadratic equations, variation and proportion, binomial theorem, 
progressions, logarithms, permutations and combinations, proba¬ 
bility. 

Credit: Three semester hours. 

113-B. Trigonometry 

The development and use of trigonometric functions in the 
solution of triangles, identities and equations; logarithms, logarith¬ 
mic solution of triangles, application to practical problems; inverse 
functions; DeMoivre’s theorem. 

Credit: Three semester hours. 

113-D. Solid Geometry 

Lines and planes in space; dihedral and polyhedral angles; 
prisms and cylinders; pyramids and cones; application to practical 
problems. 

Prerequisite: One unit in Plane Geometry. 

Credit: Three semester hours. 

123. Mathematics of Finance 

Short-cuts, simple and compound interest, annuities, perpetui¬ 
ties, amortization and sinking funds, bonds, depreciation, general 
annuities. 

Prerequisite: Algebra 113-C. 

Credit: Three semester hours. 

124. Analytic Geometry 

Cartesion coordinates; the straight line, the circle, and conic 
sections; transformation of coordinates; transcendental curves; 
rapid sketching; polar and parametric equations. 

Prerequisite: Algebra 113-A, Trigonometry 113-B. 

Credit: Four semester hours. 

214. Calculus 

Limits; differentiation, and its application to maxima and 
minima, curve tracing, rates, parametric and polar equations, dif¬ 
ferentials, curvature; the law of the mean; integration. 
Prerequisite: Analytic geometry 124, 

Credit: Four semester hours. 

224. Calculus 

Integration; geometrical and physical application of definite 
integrals; multiple integration; hyperbolic functions; infinite series. 
Prerequisite: Calculus 214. 

Credit: Four semester hours. 


36 


















Music 

113-A 123-A. Introduction to Music 

Basic information and techniques for the intelligent apprecia¬ 
tion of the art of music and for more advanced courses in music. 
Open to all students in the college and required of all music 
majors in the first semester of the freshman year. A study of 
the music of the peoples of the world including styles and periods. 
Basic literature form; listening repertoire. A background and 
philosophy of music. 

Two lectures and three laboratory hours per week. 

Credit: Three semester hours each semester. 

113-123. Theory of Music 

Practice and studies in teaching the students to think in tones 
and to be able to name, sing, and write what he hears. Provides 
fundamental knowledge of music. 

Three class and three laboratory hours per week. 

Credit: Three semester hours each semester. 

111-121. Chorus* 

A course in choral singing organized for the purpose of be¬ 
coming familiar with the more important works of vocal ensemble 
literature. Presentation of selections in public throughout the year. 
Three class hours per week. 

Credit: One semester hour each semester. 

111-A - 121-A. Band 

The official Apache Band, open to any student who has had 
suitable experience. Three rehearsals per week. 

Credit: One semester hour each semester. 

* Extra credit will not be given for chorus if the student is enrolled in 
Theory of Music. 


Applied Music 

113-B - 123-B. Freshman Voice 

The principles of correct breathing as applied to singing, to¬ 
gether with the fundamentals of tone production and diction. The 
repertoire covered includes simpler early Italian and English 
classics. 

Two one-half hour lessons and a minimum of six practice 
hours a week for two semesters. 

Prerequisite: Preparatory training in voice equivalent to that 
required by the State Department of Education in Bulletin 449. 

Credit: Three semester hours each semester. 
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213- 223. Sophomore Voice 

At the end of the second year the student should demonstrate 
a knowledge of one or more of the less exacting arias of opera 
and oratorio, recitative, and several standard songs from memory. 
Voice majors must also have acquired a satisfactory knowledge 
(especially pronunciation) of one foreign language. 

Two one-half hour lessons and a minimum of six practice 
hours a week for two semesters. 

Prerequisite: Voice 123-B or its equivalent. 

Credit: Three semester hours each semester. 

114-C - 124-C.. Freshman Piano 

Bach, Two and Three Part Inventions; selections from the 
French Suites; classic sonatas equivalent in grade of difficulty 
to Hadyn No. 3 in E-flat Major; romantic and modern pieces. 

Two one-half hour lessons and a minimum of six practice 
hours a week. 

Prerequisite: The technical work and repertoire recommend¬ 
ed by the State Department of Education Bulletin No. 449, 
Pages 71-72. 

Credit: Four semester hours each semester. 

214- 224. Sophomore Piano 

Bach, Well Tempered Clavichord; sonatas or concertos equiv¬ 
alent in grade of difficulty to Beethoven, Opus 2, No. 1; romantic 
and modern pieces. 

Two one-half hour lessons and a minimum of fifteen practice 
hours a week for two semesters. 

Prerequisite: Piano 124-C or the equivalent. 

Credit: Four semester hours each semester. 

213-D - 223-D. Ensemble. Symphony orchestra 

Four laboratory hours a week each semester. 

Credit: Two semester hours each semester. 


Psychology 

213. Introductory Psychology 

A survey of the principles of general psychology developed by 
lectures, recitations, and demonstrations in class. 

Prerequisite: Sophomore standing. 

Credit: Three semester hours. 

223. Business Psychology 

Psychological principles concerned with advertising, salesman¬ 
ship, employment, and personal problems. 

Prerequisite: Psychology 213. 

Credit: Three semester hours. 
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Health and Physical Education 

113. Physical Education—Methods 

The organization and administration of physical education in 
the public schools. The course of study for physical education as 
recommended by the State Department of Education is used as a 
basis for study. Laboratory periods are devoted to actual problems 
in the field. 

Theory two hours. Laboratory two hours. 

Credit: Three semester hours. 

123. Physical Education—Methods 

A continuation of Physical Education 113. 

Theory two hours, laboratory two hours. 

Credit: Three semester hours. 

113-B. Playground Methods and Supervision 

Designed to acquaint students with methods of direction, 
supervision and administration of park or playground programs. 
Three hours per week. 

Credit: Three semester hours. 

113-A. Theory of Football and Track 
Credit: Three semester hours. 

123-A. Theory of Basketball and Baseball 
Credit: Three semester hours. 

213. Physiology 

A general non-laboratory course in human anatomy and phys¬ 
iology. 

Prerequisite: Credit for Biology 114-124 must be presented or 
the courses taken concurrently. 

Credit: Three semester hours. 

223. Hygiene 

A survey of factors which determine personal health and 
methods of preventing personal and community diseases. 

Prerequisite: Credit for Biology 114-124 must be presented 
or the courses taken concurrently. 

Credit: Three semester hours. 

Public Speaking and Drama 

113. Speech 

A course in the fundamental, basic principles of speech to 
develop self-confidence and poise in the student. Speeches on 
leading questions of the day, radio projects, poetry reading and 
choric verse are prepared and delivered. 

Credit: Three semester hours. 
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123. Speech 

Basic principles of speech continued. Emphasis is given to 
composition, gathering, selecting, arranging, and presenting ma¬ 
terial for a given purpose. Projects are conducted in oratory, ex¬ 
temporaneous speech, and radio speaking for the purpose of de¬ 
veloping the student’s resourcefulness, independence, and personal 
power. 

Credit: Three semester hours. 

113. Drama 

Introductory study of the theater. General survey of the 
major fields of theater arts including the study of various types 
and styles of plays. Laboratory study of elementary technique in 
acting. Two hours of lecture and three hours of laboratory per 
week. 

Credit: Three semester hours. 

123. Drama 

Study of the contemporary theater and direction of plays. 
Advanced laboratory study in elementary technique in acting and 
interpretation. 

Two hours of lecture and six hours of laboratory per week. 

Credit: Three semester hours. 

213. Drama 

Voice control for the stage. Fundamentals of speech produc¬ 
tion; development of the speaking voice. 

Three lectures per week and laboratory as required. 

Prerequisite: Sophomore standing. 

Credit: Three semester hours. 

223. Drama 

Phonetics for stage diction. Study of the International Pho¬ 
netic Alphabet, narrow transcription. Introduction to standard 
stage speech and dialects through the use of phonetic transcrip¬ 
tion. 

Two lectures and three laboratories a week. 

Prerequisite: Sophomore standing. 

Credit: Three semester hours. 

213. Speech 

A study of principles and theories of debate technique. Group, 
forum and panel discussions are held on foremost controversial 
issues. Especial attention is given to the current national college 
debate question. Various intramural and intercollegiate debates. 

Prerequisite: Sophomore standing. 

Credit: Three semester hours. 
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Physics 


114. General Physics 

Covers the fundamental principles of electricity, magnetism, 
sound and light. 

Three hours of lecture and three of laboratory per week. 
Credit: Four semester hours. 

124. General Physics 

A continuation of Physics 114. An elementary course to meet 
the needs of students of pre-medicine, pre-dentistry, architecture, 
and the liberal arts. Consists of the fundamentals of mechanics, 
properties of matter, heat, and wave-motion. 

Three hours of lecture and three of laboratory per week. 
Credit: Four semester hours. 

124-A. Engineering Physics for Freshman Engineers 

Mechanics and heat. Designed especially for engineering stu¬ 
dents. 

Three lectures, two laboratory hours, and additional required 
outside work of at least one hour a week. 

Prerequisite: Admission credit in high school physics or the 
equivalent; Mathematics 113-C and 113-B. 

Credit: Four semester hours. 

214-224. Physics 

A course designed to meet the second year physics require¬ 
ments of students in engineering, medicine, and those who plan 
to major in some field of science. Electricity, Magnetism, Wave- 
Motion, Acoustics and Optics. 

Three lectures, two laboratory hours, and additional required 
outside work of at least one hour a week for two semesters. 

Prerequisite: Six hours of mathematics and Physics 124 or 
124-A. 

Credit: Four semester hours per semester. 


Sociology 

213. Sociology 

Introduction to the study of society. The community and 
its structure; the ecological approach to human relationships; 
elements and processes of social interaction; social change; society 
and the person. 

Three lectures per week. 

Prerequisite: Sophomore standing. 

Credit: Three semester hours. 
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223. Applied Sociology 

Required of all majors in sociology. Personal disorganiza¬ 
tion in terms of the interactive factors of organic heritage, social 
heritage, human nature, and unique experience; periods of disor¬ 
ganization; types of personal disorganization; social disorgani¬ 
zation. 

Three lectures per week. 

Prerequisite: Sociology 213. 

Credit: Three semester hours. 


Nurses 7 Training 

In cooperation with local hospitals the Tyler Junior College 
offers a course for the training of nurses. 

This program is administered by the college with the advice, 
counsel, and assistance of an Advisory Board consisting of repre¬ 
sentatives from the Smith County Medical Association, Smith 
County Association of Registered Nurses, representatives of 
Mother Frances Hospital and two prominent civic-minded ladies 
of the city. 

The entrance requirement for the course is graduation from 
high school or the equivalent. The fee for the course is $85.00. 

Inquiries concerning enrollment, classes, and other details 
concerning the nurses’ training course may be secured from the 
Director of the program, Mr. Robert Boyd, whose telephone num¬ 
ber at Tyler Junior College is 2-1322. 

Courses required are of college grade as follows: 

Anatomy (Human) I 

Three hours per week. 

Credit: Three semester hours. 

Bacteriology I 

Three hours per week. 

Credit: Three semester hours. 

Diet and Nutrition 

Three hours per week. 

Credit: Three semester hours. 

Applied English I 

Three hours per week. 

Credit: Three semester hours. 

Pharmaceutics 

Three hours per week. 

Credit: Three semester hours. 


42 







Ethics and Procedure 

Four hours per week. 

Credit: Four semester hours. 

English II 

One hour per week. 

Credit: Two semester hours. 

Pharmaceutics II 

One hour per week. 

Credit: Two semester hours. 

Anatomy II 

One hour per week. 

Credit: Two semester hours. 

Bacteriology II 

One hour per week. 

Credit: Two semester hours. 
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'Dtefru&utive £cUic<iti6*t 

Credit: One semester hour of credit for each weekly class hour 
per semester. 

Business Law 

General legal principles as a guide to the legal aspects of 
business situations. 

Credit: Three semester hours. 

Effective Speech in Business 

Effective speaking in selling and putting ideas over to an 
individual or group through an expressive vocabulary. 

Credit: One to three semester hours. 

Business Psychology 

Psychological principles concerned with advertising, salesman¬ 
ship, employment, and personal problems. 

Credit: Three semester hours. 

Practical Psychology I 

Development of a program for successful living, leadership, 
and the relations between thought and action. 

Credit: One to three semester hours. 

Psychology of Personality Development 

A continuation of Practical Psychology I, which includes a 
practical interpretation of the psychology of personality develop¬ 
ment. 

Credit: One to three semester hours. 

The Telephone in Business 

Selling by telephone, development of a telephone personality, 
and fundamental principles governing the use of the telephone 
for service. 

Credit: One semester hour. 

Business Letterwriting 

A course designed for the business executive which will aid 
in preparing effective business correspondence. 

Credit: One to three semester hours. 

Retail Record Keeping I and II 

Business accounting principles designed for the single pro¬ 
prietorship. 

Credit: One to three semester hours. 

Show Card Lettering 

Basic principles of card lettering, care of equipment, practice 
in lettering and layout of sign copy. 

Credit: One to three semester hours. 
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Receptionist Training 

Duties of the receptionist, greeting the caller, and extending 
the employer’s good-will. 

Credit: One to three semester hours. 

Dental Receptionist Training 

Duties of the dental receptionist in the office and the lab¬ 
oratory. Study of dental roentgenology and other laboratory 
equipment. 

Credit: One to three semester hours. 

Practical Home Decoration 

A course in the basic fundamentals of interior decoration. 
Color harmony in relation to the home. 

Credit: One to three semester hours. 

Fashion Coordination 

Relation of color, line, texture, fabric, and personality to 
fashion wise merchandising. 

Credit: One to three semester hours. 

Food and Sanitation 

Demonstrations of proper and improper methods of handling 
foods in food-handling establishments. 

Credit: One to three semester hours. 

Waiter - Waitress Training 

Correct service procedure in food establishments serving 
meals. 

Credit: Two semester hours. 

Success in Salesmanship 

Personal selling, its economic problem, analysis of the product 
and the market, planning and executing the interview. 

Credit: One to three semester hours. 

Oil and Gas Law 

A course designed for workers in the petroleum production, 
leasing, scouting and other oil industry activities. Time required, 
32 hours. Fee, $0.50 per student hour. Two semester hours. 

Real Estate Law 

The legal decisions and statutory provisions regarding the real 
estate business. Time required, 72 hours. Fee, $0.50 per student 
hour. Four semester hours. 

Human Relations in Business 

Tested techniques in solving problems concerned with cus¬ 
tomer good-will, sales effectiveness, staff cooperation, and public 
morale. 

Credit: One to three semester hours. 
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How to Supervise 

Methods used in employee supervision. Development of good 
technique in the everyday relations of the supervisor with workers. 

Credit: One to three semester hours. 

Merchandising Mathematics 

How to determine turnover, dollar and unit. Retail methods 
of inventory and methods of figuring. 

Credit: One to three semester hours. 

Interior and Window Display 

Promotion in the sale of merchandise by the use of proper 
display. Correct practice in setting up simple counter displays and 
practical application of the development of ideas. 

Credit: One to three semester hours. 

Grocery Merchandising 

The role of today’s grocer in distributing food; grocery 
salesmanship; store layout; merchandise arrangement; and cus¬ 
tomer service. 

Credit: One to three semester hours. 

Training Techniques for Distributive Education Instructors 

Teacher training for those who plan to teach in the field of 
adult distributive education. 

Credit: One to three semester hours. 

Retail Store Organization and Management 

A course designed for small business executives involving 
financing the business, building layout, buying, stock control, 
advertising, sales promotion and other major subjects. 

Credit: Three semester hours. 

Income Tax Problems 

A course dealing fundamentally with income tax in relation 
to accounting and preparing of business income tax returns. 
Credit: Three semester hours. 

C.P.A. Problems 

To prepare practicing accountants to take examinations as 
certified public accountants. 

Credit: Three semester hours. 

Certified Life Underwriters Series 

Preparation for those students who plan to take the examina¬ 
tions required to become a certified life underwriter. 

Credit: Three semester hours. 

Fire Underwriters Series 

Preparation for those students who plan to take examinations 
required for Certified Fire Underwriters. 

Credit: Three semester hours. 
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American Banking Institute Series 

Banking principles necessary for the successful bank employee. 
Credit: Three semester hours. 

Practical Business English. 

How to become better acquainted with proper word usage in 
relation to modern business. Development of an effective written 
message. 

Credit: One to three semester hours. 

Customer Service in Beauty Shops 

Basic course for shop managers and operators. Development 
of five phases of customer service. 

Credit: One to three semester hours. 

Salesmanship for Route Men 

Modern techniques of salesmanship applied to the salesman 
who delivers merchandise by truck. 

Credit: One to three semester hours. 

Direct Selling 

Specialized selling techniques for salesmen engaged in house- 
to-house selling. 

Credit: One to three semester hours. 

Automobile Insurance 

A study of coverages both first and second party, to prin¬ 
ciples and practices of rates, and rating of the various auto class¬ 
ifications. 

Credit: One to three semester hours. 

Workmen’s Compensation Insurance 

Fundamental position of workmen’s compensation insurance 
in our highly industrialized economy. 

Credit: One to three semester hours. 

Public Liability Insurance 

To properly interpret the needs of those who seek protection 
against public liability. 

Credit: One to three semester hours. 

Taxes Affecting Retailing 

For store owners and managers as trainees for position of 
comptroller. 

Credit: One to three semester hours. 

Advanced Credit Procedures 

An advanced course for credit managers dealing with spe¬ 
cialized problems in credit. 

Credit: One to three semester hours. 
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The primary object of the Vocational Training Division is to 
train the student in practical courses which will fit him to earn a 
living in the vocation selected. In addition, the student is given 
general education in courses related to his vocation, as well as gen¬ 
eral information, which is designed to give him a well-rounded 
development. 

Vocational Agriculture 

This department offers a full-time on-the-farm institutional 
training program. The Tyler Junior College was one of the first 
to organize a county-wide program of this nature and it has been 
in successful operation since the inception of this work by the Vet¬ 
erans Administration. 

A minimum of 10 Vi hours per week in classes scheduled in the 
classroom, farm shop, canning center or laboratory (including 
demonstration and field trips) is required. In addition, a minimum 
of one hour per week of individual instruction is given on the 
farm where the student is employed, and a minimum of four hours 
of instruction per 28-day period is given to small groups having 
common problems. The total minimum clock hours of instruction 
per week is 12 V 2 - 

Each trainee spends not less than 10 Vi hours per week in or¬ 
ganized group instruction and not less than 4^2 hours per week in 
demonstration, laboratory or other class work. In addition, he 
spends not less than an average of 4 hours per 28-day period in 
group or individual instruction upon his own problems. 

Tuition: See special vocational school catalogue. 

Time Required: 156 weeks. 

Horticulture (Nurserymanl) 

This course is designed to acquaint the nurseryman with the 
problems with which he is likely to be confronted in the production 
of his crops. Topics receiving major emphasis are: 

1. Soils and fertilizers 

2. Varieties of plants 

3. Cultivation practices 

4. Soil conservation 

5. Diseases of plants 

6. Farm home life 

7. Marketing 

Each trainee spends not less than 10 Vi hours per week in or¬ 
ganized group instruction and not less than 4 Vi hours per week 
in demonstration, laboratory or other class work. In addition he 


48 







spends not less than an average of 4 hours per 28-day period in 
group or individual instruction upon his own problems. 

Tuition: See special vocational school catalogue. 

Time Required: 156 weeks. 




Credit Value: This course meets a total of 25 clock hours per 
week. Upon graduation the student receives a Vocational Certifi¬ 
cate. Sixteen semester hours each semester. 

Description: This is a course in cabinet and furniture con¬ 
struction. Foundational work in blueprint reading, shop math¬ 
ematics and shop procedure is given. The course deals with prac¬ 
tice in the design, construction and finishing of cabinets, including 
a study of lumber, its manufacture, seasoning and other data. The 
proper care of power woodworking machinery is stressed. The 
student learns how to use glues, varnishes and other finishing ma¬ 
terials in the correct manner. 

Time Required: 104 weeks. 

Tuition: See special vocational school catalogue. 




This department has trained many men who have secured jobs 
and are successful in industry and others who have established suc¬ 
cessful shops of their own. 

Machinist Trade 

Credit Value: This course meets a total of 25 clock hours per 
week. Upon graduation the student receives a Vocational Certifi¬ 
cate. Sixteen semester hours each semester. 

Description: The student is given practical instruction in the 
care and operation of the various machines and hand tools used in 
the metal trades. These machines include such items of equipment 
as engine lathes, turret lathes, special grinders, metal cut-off and 
contour saws, milling machines, metal shapers, drill presses, sheet 
metal-working equipment, et cetera. The shops are well equipped 
and highly skilled craftsmen are in charge as instructors. 

Time Required: 104 weeks. 

Tuition: See special vocational school catalogue. 

Welding Trade 

Credit Value: This course meets a total of 25 clock hours per 
week. Upon graduation the student receives a Vocational Certifi¬ 
cate. Sixteen semester hours each semester. 


# 
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Description: This is a highly specialized course in welding. It 
covers the theory and shop technique in electric arc welding, resist¬ 
ance oxyacetylene process gas welding, aluminothermic welding 
and other processes. Correct methods of brazing, soldering and 
lead burning is stressed. 

Foundational subjects such as shop mathematics, blueprint 
reading, metallurgy and correct shop practices are given. Highly 
skilled craftsmen are in charge as instructors. 

Time Required: 78 weeks. 

Tuition: See special vocational school catalogue. 




Students in this department are equipped to take jobs in the 
automobile repair and maintenance industry or to operate their 
own garages and shops. 

Auto Mechanics—General 

Credit Value: This course meets a total of 25 clock hours per 
week. Upon graduation a student receives a Vocational Certifi¬ 
cate. Sixteen semester hours each semester. 

Description: Theory and practice in the functions of all parts 
to familiarize the student with the repair and overhaul of the entire 
automobile assembly. Fundamentals of the internal combustion en¬ 
gine, electrical data, knowledge of maintenance charts, lubrication 
and the development of power rating are stressed. The student is 
also taught spray painting, brazing, welding and the reconditioning 
of the automotive body. 

In the last section of this course an intensive study is made of 
designs, construction, nomenclature and maintenance of trucks and 
tractors. 

Time Required: 104 weeks. 

Tuition: See special vocational school catalogue. 


% 
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Part-time Co-operative Training is a program in which the 
college assists business men in training new employees. The estab¬ 
lishments of employers are used for training students in actual 
occupational activities for one-half day each day, the other half 
being spent in school. A minimum of ninety minutes of the stu¬ 
dent’s daily time is devoted to study of subjects directly related 
to the chosen occupation. The remainder of the time in school is 
devoted to regular academic courses. This arrangement gives the 
student the advantage of earning his expenses and spending money 
while attending college, of acquiring the basic skills and attitudes 
necessary to success in the occupation of his choice while still in 
school, and of having the assurance of a full-time employment 
when his training period is completed. 

The following is a list of some of the possible fields of training: 

Auto mechanics Plumbing 

Auto machine work Printing 

Auto top and body repair Refrigeration service and 


Baking 

Dry cleaning and dyeing 
Salesmanship (all kinds) 
Meat cutting and butcher 
Carpentry 
Cabinet making 


repair 

Secretarial training 
Store management 
Machinist 
Metal working 
Shoe repairing 
Optician 


Fee: $0.50 per student hour. 

Credit, one semester hour for each class hour weekly. 




The apprentice training courses provide the employed appren¬ 
tice the opportunity to secure training in the related work that 
parallels his trade. The time required is that which is standard for 
the chosen vocation. 


Boilermaking 

Bricklaying 

Carpentry 

Radio 

Industrial Electronics 
Machine Shop Practice 
Molding 


Planing Mill 

Patternmaking 

Plastering 

Pipefitting 

Plumbing 

Sheetmetal Work 

Tile Setting 


Fee: 40 cents per student hour. 

Credit, one semester hour for each class hour weekly. 
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Summary of Enrollment 

tyu*Uo>i (?Meye 

1949-1950 


SUMMER SESSION, 1949 

General and Academic. U5 

*Trade and Industry. 90 

*Vocational Agriculture. 330 

Total Summer Session 535 


REGULAR SESSION, 1949-50 

General and Academic. 782 

*Trade and Industry. 129 

* Vocational Agriculture. 280 

Distributive Education (Short Courses) 190 

Academic Evening College. 41 

*Basic Education...... 8 

Total Regular Session... 1430 

Total Annual Enrollment. 1965 

Less Duplicates (Summer and Regular Sessions). 443 

Net Annual Enrollment. 1522 

*These divisions enroll students continuously throughout the school year. 
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Tyler Junior College 

s4fifdtc4ti<tot *?<n rfctfuttefott 

This application, together with a transcript of high school and college record, if any, 
should be filed as soon as possible. 


1. (Mr.) (Mrs.) (Miss). 

Last Name First and Middle Names Telephone 

2. Home Address (Street).(City). 


State 


3. Male. Female. 4. Married? Yes.. 

5. Birth date: Mo. fc Day. Year. 


No... 

Age 


6. Have you ever attended Tyler Junior College? Yes. No. .. 

(Check one) 

7. Indicate your classification: 

Freshman (0-24 Sem. Hrs.). Postgraduate. 

Sophomore (25-60 Sem. Hrs.) . Unclassified. 

8. Give name and location of all high schools and colleges attended: 


Name 

Location 

Dates attended 

Date graduated 

Name 

Location 

Dates attended 

Date graduated 

Name 

Location 

Dates attended 

Date graduated 


9. Are you now attending college, university, or high school?. 

10. If you have chosen a major or occupation, please state what it is. 

11. Are you a veteran of World War II?. Branch of Service. 

12. Do you intend to enter under Veterans Benefits Program (P.L. 346 or 16?). 

13. If interested in a Band Scholarship answer the following: 

(a) Instrument played. 

(b) Years experience. 

(c) Do you own your instrument?. 

I plan to enroll in Tyler Junior College for the session beginning the next (Fall, 
Spring, Summer). 

Date. 

Signature of the Applicant 

.DO NOT FILL IN. 


Date application received 
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